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N °. 475 Portable Cabinet Type 

[Three-Quarter Horse Power] 

Price -$ 360 “ 

f o b. factory—buffalo 

FlexIbleRulb 101 ? 65 ° bservation Glass and 25 Ft. 

r Covered Cable attached to machine. 


equipment 

mmt n ^ qiUPment (S6e Page X) ’ or No ' 14 e quip- 

machine 6 PagC — may be Used with the above 
reauir ’ ° F Special equipment to suit individual 

and at rT S may bC pieced together from tools 
and attachments listed on pages 10 and 11. 


SPECIFICATIONS 


Vacuum. 

Displacement... 

Pump Speed.. . . .. 

Length...‘ 

Height. 

Width. 

Width over axle shaft ends 

Weight, approximate. 

Dirt Receptacle.. 


.5.75 in. Hg. 

97 cu. in, per revolution 

......1100 R.P.M. 

■ • • -.43 in. 

. .38 in. 

.17^ in. 

. 22 in. 

..320 lbs. 

■ ■ -1130 cu. in, capacity 


Unit Com P let *ly Closed with Detachable Panels 
Ball Bearing Wheels and Caster 
















MODELS 



No. 675 Stationary Type 

[Three-Quarter Horse Power] 

Price -$345“ 

F.O.B. FACTORY—BUFFALO 

No Inlet Coupling on Stationary 


<3 



With the above machine we recommend r Equip¬ 
ment No. 165—$75.00 F. O. B. Buffalo, consist¬ 
ing of: 

35 Ft. Blue Duck Covered Hose 
Wand Handle 

4 In. Renovator 
10 In. Renovator 
Tuft Cleaner 

5 In. Hand Brush 

12 In. Felted Sweeper 
Hose Bracket 


( 

N 


SPECIFICATIONS 

Vacuum.5.75 in. Hg. 

Displacement ..97 cu. in. per revolution 

Pump Speed ...1100 R.P.M. 

Length .43 in. 

Height . 38 in. 

Width . 17*4 in. 

Weight, approximate...320 lbs. 

Dirt Receptacle ....1130 cu. in. capacity 


Unit Completely Enclosed with Detachable Panels 
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MEASUREMENT of vacuum 

(Equivalent Values ) 

1 in* of mercury at 62° F. ' oz* per sq. in. 

I. 13*58 in* water at 62° F, 

i in* of water at 62° F*... f 0,5774 o z. per sq. in* 

* °* 0736 in* mercury at 62* F. 

1 OZi per in.. { 0*1276 in. of mercury at 62° F. 

f L732 in* water at 62° F. 


a Hf>TE: 

AU standard equipment is for 
4 inch hose unless otherwise 
specified on orders. 


ALL PRICES ARE F.O.B. FACTORY 
BUFFALO, N. Y. 


Prices effective as of 
February 1st, 1928 

We reserve the right to change 
prices tvithout notice 












ARCO WAND VACUUM CLEANER 



No. 1 Portable Cabinet Type 

fOnoHaf/ Horse Potter} 

Price - - - $31022 

F.O.B. FACTORY—BUFFALO 

Above price includes observation glass and 25 Ft. 
Flexible Rubber Covered Cable attached to ma¬ 
chine. 

With the above machine we recommend No. 11 
Equipment which consists of the following: 

25 Ft. Convolute Hose 
Wand Handle 
10 In. Renovator 
4 In. Renovator 
Tuft Cleaner 

Price of Equipment, f.o.b. Factory— $44.00 


SPECIFICATIONS 


Length . 

Height . 

Width . 

Width over axle shaft ends 

Weight, approximate.. 

Vacuum .... 

Displacement. ... 

Pump Speed ... 

Dirt Receptacle. 


.43 in. 

• • ..38 in. 

• ..17J4 in. 

.22 in. 

.300 lbs. 

.4.5 in. Hg. 

97 cu. in. per revolution 

.900RP.M, 

-1130 cu. in. capacity 


Unit Completely Enclosed with Detachable Panels 
Ball Bearing Wheels and Caster 


HI 













ARCO WAND VACUUM CLEANER 



No. 2 Light Industrial Type 

[One-Half Horse Power} 

Price - - - $32022 

F ° B FACTOR V—BUFFALO 


e A re TcI iCe '"" Ud ' S 25 Pt Flexible Co»- 

red Cable attached to machine. 


NOTE: Blowing head in place of muffler if desired. 


With the above 
Equipment which 


machine we recommend No. 12 
consists of the following; 


25 Ft. Convolute Hose 
Wand Handle 
10 In. Renovator 
4 In. Renovator 
Blowing Tool 


Price of Equipment, f.o.b. Factory—$46.00 


SPECIFICATIONS 

Same as No. I Less Pane}s 

Enclosed Fuse Cutouts i? * ~ 

Belt Guard Extra Deep Tool Tray 

H * nd Clo“ P t o H M dS H Hand " “ F ° vr '^“ e 
Close to Machine When Not in Use. 


12 ] 




















ARCQ WAND VACUUM CLEANER 



No. 3 Stationary Type 

{One-Hat/ Morse Powerj 

Price - - - $30022 

F.O.B. FACTORY—BUFFALO 

No Inlet Coupling on Stationary 

With the above machine we recommend No, 13 
quipment which consists of the following: 

1—25 Ft. Length Special Hose 
Wand Handle 
10 In. Renovator 

4 In, Renovator 

5 In. Hand Brush 
Tuft Cleaner 

1 Hose Bracket 

Price of Equipment , f.o.b . Factory—$60.00 
SPECIFICATIONS 

Same as No. 1 Except 

2 Side Legs, 1 Rear Leg 
Instead of Wheels and Caster 

INLET COUPLING 

{See page 18 } 
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FLOOR TYPE 


WALL TYPE 















No. 4 Portable Cabinet Type 

[One Horse Power] 

Price - - - $37022 

f.o.b. factory-buffalo 

Above price includes Observation Glass and 25 Ft. 

exible Rubber Covered Cable attached to ma- 
chine. 

With the above machine we recommend No. 14 
equipment which consists of the following: 

25 Ft. Convolute Hose 
Wand Handle 
10 In. Renovator 

4 In. Renovator 
Tuft Cleaner 
Round Duster 

5 In. Hand Brush 


Price of Equipment, f.o.b. Factory—$62.00 

,, SPECIFICATIONS 

Vacuum. . 

Displacement .. Q7 " * ".. 6 .. *’ 

Pump Speed .97 cu. m. per revolution 

Length ..1150R.P.M. 

Height... 43 m * 

width .. - 3 ®! n - 

Width over axle shaft ends 

Weight, approximate. . 

Dirt Receptacle . " ‘.’ V * * 330 

* *" *. ***••■■ 1130 cu, m* capacity 

Un,t Completely Enclosed with Detachable Pane/s 

Ball Bearing Wheels and Caster 

[ 4 ] 












ARCO WAND VACUUM CLEANER 



No. 5 Industrial Type 

[One Horse Power} 

Price - - - $39522 

F.O.B* FACTORY'— BUFFALO 

Above price includes 25 Ft. Flexible Rubber Cov¬ 
ered Cable attached to machine. 

NOTE: Blowing head in place of muffler if desired. 
With the above machine we recommend No. 15 
Equipment which consists of the following: 

25 Ft. Convolute Hose 
Wand Handle 
10 In. Renovator 
4 In. Renovator 
Blowing Tool 
Gulper Tool 

Price of Equipment, f.o.b. Factory-$55.00 


SPECIFICATIONS 

Same as No. 4 Less Panels 

ST ^ USC CutOUts Extra Deep Tool Tray 

H Uar !i Forged Pull-Handle 

andle Clip Holds Handle in Vertical Position 
Close to Machine When Not in Use. 


15 ] 









ARCO WAND VACUUM CLEANER 



No. 6 Stationary Type 

[One Horse Pother] 

Price - - - $35522 

F O B. FACTORV—BUFFALO 

No Inlet Coupling on Stationary 

With the above machine we recommend No. 16 
Equipment which consists of the following: 

1—25 Ft, Length Special Hose 
Wand Handle 
10 In. Renovator 

4 In. Renovator 

5 In. Hand Brush 
Tuft Cleaner 
Round Duster 

12 In. Felted Sweeper 
1 Hose Bracket 

Price of Equipment , f.o.b. Factory—$77.00 
SPECIFICATIONS 

Same as No, 4 Except 

2 Side Legs* 1 Rear Leg 
Instead of wheels and caster 



FLOOR TYPE 


[ 6 ] 


WALL TYPE 










ARCO WAND VACUUM CLEANER 



No. 7 Stationary Type 

[Two Horse Power] 

Price - - - $705“ 

F-O.B. FACTORY—BUFFALO 

No Inlet Coupling on Stationary 

With the above machine we recommend No. 17 
Equipment which consists of the following: 

1—15 Ft. length Convolute Hose 
1—25 Ft. length Convolute Hose 
Wand Handle 
Tuft Cleaner 
4 In. Renovator 
10 In. Renovator 
12 In. Felted Sweeper 
2 Hose Brackets 

Price of Equipment, f.o.b. Factory —$69.00 
SPECIFICATIONS 


Vacuum... ■ 8 in. Hg. 

Displacement..0.2 cu. ft. per revolution 

Pump Speed.* • ....**00 R.P.M. 

Length...58 in. 

Height . 58 in * 

Width .. in. 


Weight, approximate .... ...800 lbs. 

Dirt Receptacle.735 cu. in. capacity 

Sheet Metal Belt Guard 


[ 7 ] 





























ARCO WAND VACUUM CLEANER 



No. 8 Heavy Duty Factory Type 

[Tu/o Horse Pou^r} 

Price - - - $ 990 ^ 

f.o.b. factory—BUFFALO 


Above price includes 50 Ft. Weatherproof No. 10 
Gauge Stage Cable attached to machine. 

NOTE: Blowing head in place of muffler if desired. 

With the above machine we recommend No. 18 
Equipment which consists of the following: 

1 35 Ft. length Convolute Hose 

Wand Handle 

4 In. Renovator 

10 In. Renovator 

Blowing Tool 

Gulper Tool 


Price of Equipment, f.o.b. Factory — $60.00 

J f T c ? eaner can be furnished with gas engine 

instead of clectnc motor. Price on application. 


SPECIFICATIONS 

Vacuum. „„ 

Displacement. .. .ri W i.' .» in- rig- 

p . .*»*•£>*■ 

width.... f. "■ 

Width over axle shaft ends.” ‘ ’' ‘ ’ ’ ‘ ‘ ]. 2 7 in 

Weight, approximate. .900 lhc 

Dust Bucket..* msS.* 

Sheet Metal Belt Guard and Motor Cover 
Enclosed Fuse Box 
Knife Switch 

Steel Rimmed, Spoked Wheels [ E ront • * ■ 18 »«. Diameter 

u t1 . , T „ (Rear -20 in. Diameter 

Malleable Iron Base 



















ARCO WAND VACUUM CLEANER 



No. 9 Railroad Type 

fTuJO Horse Potter with. Blowing Head] 

Price - - - $1045— 

F.O.B. FACTORY—BUFFALO 

Above price includes Blowing Head and 50 Ft. 
Weatherproof No. 10 Gauge Stage Cable on Reel. 

With the above machine we recommend No. 19 
Equipment which consists of the following: 

1——50 Ft. length Heavy Duty Rubber Hose 
1 Wand Handle 

1—5 In. Malleable Iron Renovator 
1—10 In. Malleable Iron Renovator 
1— 3% Curved Face Renovator (for arm rests) 
1 Ventilator Tool 
1 Blowing Tool 

Price of Equipment, f.o.b. Factory — $89.00 
SPECIFICATIONS 


Vacuum.. .8 in. Hg. 

Displacement..0.2 cu. ft. per revolution 

Pump Speed .500 R.P.M. 

Length .. .58 in. 

Height . 62 in. 

Width... ..24 in. 

Width over axle shaft ends. 27 in. 

Weight, approximate ... -950 lbs. 

Dirt Receptacle.*.735 cu. in. 

Sheet Metal Belt Guard and Motor Cover 
Enclosed Fused Knife Switch 

(. , „ _ , . , f Front ... 18 in. Diameter 

Steel Rimmed, Spoked Wheels j Rear ... , 2 0 in. Diameter 

Malleable Iron Base, Cable Reel, Constructed of Brass 
with Maple Bars, equipped with Anderson Receptacle and 
Plug, has capacity of 250 Ft. No. 10 Gauge Stage Cable. 

19 ] 


















ARCO WAND VACUUM CLEANER 


Vacuum Cleaner Tools and 
Attachments 


1 in, 


SYMBOL 


INSCRIPTION 

BLOWING TOOL— 

Nickel - Plated Malleable 
Iron .. H-808 

BRUSHES, COMPLETE 

¥4 in hand. H-1015 

5 in. hand-- H-734 

6 m. hand. H-920 

id in, noor,. tj qc*; 

“T” swivel duster.H 454 

Round swivel duster. H-320 n-j 

Horse Grooming . H-1000-1 

Telephone special brush 
tool . 


I H. in. 


H-591 


H-1018 

H-948 

H-922 

H-950 

H-540 

H-320-1 


BRUSH PARTS ONLY 

For 2J4 in. hand. H-1017 

E^|! n 'hand. H-736 

^ore in. band. H -921 

For 12 in. floor,. H-167 

For “T» swivel duster:.'.' H-441 
For Round swivel duster H-2019 

^or Horse grooming. 

Telephone, rectangular, 

rectangular hole. 

Telephone, rectangular 

round hole . .... 

Telephone, round, round 
hole . 

CURRY COMBS (See page 12) 

Curry Comb__ 

Curry Comb .’ ”) . 

Curry Comb ..' ] 


H-1003 


H -1017 

H-736 

H-921 

H-167 

H-544 

H-2019 

H-996 

H-1005 

H-1011 

H-1012 


H -150 

H-1052-1 

H-999-1 


price 


$7.14 


9.30 

9.54 

10.50 

11.94 

15.30 

15.30 

11.94 

11.94 


2.28 

3.54 

4.50 

4.74 

4.50 

7.80 

3.54 

3.00 

3.30 

2.34 


11.76 

11.76 

11.76 


^KALLy VU1I1D 

Curry Comb, face only... 


H-150-1 

H-995 

11.76 

2.10 

GULPER TOOLS 

Gulper tool, complete 
Face only . 

H-936 

H-811 

H-872 

H-811 

8.10 

2.10 

OBSERVATION GLASS 
Observation glass, com¬ 
plete . 

H 47 n 

tt no fi 

11.76 

.54 

11.76 

Glass only . _ , 
Observation Inlet. 

n-*r/U 

H-472 

* * t i * 

H-930 

H-472 

H-930-A 

RADIATOR TOOLS 
Radiator tool . . 

Radiator floor cleaner.., 

H-593 

H-586 

H-967 
H-586-1 

7.08 

15.84 

RENOVATORS (ALUMINUM) 

4 in. renovator. H-460 

10 in. renovator. H -343 

10 in, renovator, wide slot 

4 in. straight Auto reno¬ 
vator . 

H-928 

H-894 

H-2026 

H-2028 

H-2055 

H-2074 

5.94 

6.96 

6.96 

K QA 

5 in, 30° angle wide slot 
renovator . ..... 



14 in, renovator. .... 

H-2075 

o.yo 

8.60 


[10 1 










































ARCO WAND VACUUM CLEANER 


Vacuum Cleaner Tools and 
Attachments 

SYMBOL 

DESCRIPTION 1 in. 1M in. Pric 

Renovators (malleable iron) Nickei-piated 


5 in. , 

H-435 

H-904 

$7.14 

10 in. 

H-448 

H-906 

7.68 

3 l A in flue ....... 


H-971 

6.24 

in. curved face . 

H-429 

H-429-1 

7.14 

SWEEPERS (FELTED) 

10 in.... 

H-766 


11.04 

12 in. 

H-812 

H-917 

11.76 

18 in. . 

H-938 

20.34 

SWEEPERS—12 in. 

WOOD 

H-953 

H-951 

6.30 

Wood face only. 

H-952 

H-952 

2.10 


SWEEPER—FELT PARTS ONLY 


10 

10 

12 

12 

15 

15 

18 

18 


n. strips . H-768 

n. pads . H-688 

n. strips . H-814 

n. pads . H-192 

n. strips . 

n. pads .... 

n. strips . 

n. pads 


Floor Drier Tool 


,, ea. strip 1.20 

..... 2-70 

H-814-1 ea. Strip 2.28 
5.94 

nlais ea. strip 2.40 
H-759 5-94 

H-940 ea. 2. 70 
H-740 10- 20 

H-1056 13.20 


TUFT CLEANERS . H-81 H-531 

Rubber tip only.... H-82 H-532 


TELEPHONE SPECIAL TOOLS 

Special Brush Tool. . 

Special cleaning tool 

handle ... ..... 

rectangular brush . 

round brush ... 

round nozzle .. 


H-1003 

H-1006 

H-1011 

H-1012 

H-1013 


11.94 

4.68 

3.30 

2.34 

1.14 


fibre renovator 

Vt in. round . H-697 

1% in. (15° angle). H-670 


H-1029 

H-1024 


3.48 

7.08 


VENTILATOR TOOL ... H-451 H-910 


14.88 


WANDS 

Regular . 

5-foot straight .. 


H-442 H-552 

H-579 H-957 


11.04 

10.68 


WANDS—SPECIAL 

(1) Bakery 5-foot straight. 

(2) Bakery 8-foot straight. 

(3) Bakery 13-foot straight. 

Telephone (divided). 

Stair cleaner ... 

Bent Barrel Cleaning Handle .. 

(1) plus $2.65 if nickel plated ... 

(2) plus 4.75 if nickel plated ... 

(3) plus 6.70 if nickel plated ... 


H-974 12.48 

H-969 17.40 

H-976 21.00 

H-1019 21.60 

H-1020 11.88 

H-1041 1" Tip 10.68 
H-1Q4Q Tip 11.28 


[it] 





















































ARCO WAND VACUUM CLEANER 


Vacuum Cleaner Tools and 
Attachments 

SPECIAL HORSE CLEANING EQUIPMENT 


DESCRIPTION 
Curry Comb 

Curry Comb 


SYMBOL 
lH in. 

H-1052-1 

H-150 


Curry Comb.H-150-1 

Curry Comb .....H-999-1 

Curry Comb, face only.H-995 
Grooming brush, regu- 

lar ••• ... ■ ■.H-1000-! 

Brush part only.H-996 

Grooming brush, Polo. H-2000 

Brush parts only 

Inside.H-2004 I 

Outside.H-2003 i 


Price 

Double row short 
stubby teeth .. .$11*'® 
Double row long 
sharp teeth.,.. 11*7® 
Single row teeth. 11.7“ 
Cavalry, new style 11*76 
Used with H-999-1 2.1® 

. 1L94 

Used with H-1000-1 3.54 
... 29.76 

Each Set 

Used with H-2000 10.68 


EXTRA EQUIPMENT Price 

Auxiliary separator bucket complete with couplings $ 45.00 

ror 5 ft. Connecting Hose add.. 6.60 

Hose bracket, small (capacity up to 25 ft. of hose). 2.10 

large (capacity 35 ft. to 50 ft. of hose) 2.70 


The No. 4-A 

A Handy Combination of Auxiliary Separator 
and Vacuum Machine 


Price - - - $43022 

F.O.B. FACTORY—BUFFALO 


Includes Observation Glass and 25 ft. Rubber Covered Cable 
Ail Other Equipment Is Extra 

I 12 J 
























ARCO WAND VACUUM CLEANER 


Wose is not guaranteed under any condition unless 
found defective before use. 


Hose Prices 

See page 15 for Stock Lengths anti how to order 

Without With 

Couplings Couplings 

light convolute hose 

* '**■ 15 ft. length -... $10.80 $14.22 

25 ft. length_ 18.00 21.42 

35 ft. length.... 25.20 28.62 

Special lengths. . ,78 per ft. .78 per ft. plus $3.42 

Above prices also apply to Blue Duck Covered Hose 

lt A in. 15 ft. length.... 12.06 15.96 

25 ft. length. ... 20.10 24.00 

35 ft. length.... 28.14 32.04 

50 ft. length.... 40.20 44.10 

Special lengths.. .90 per ft. .90 per ft.plus 3.90 

Above prices also apply to BlneJDitcfe Covered Hose 

in. 25 ft. length.... 23.40 30.36 

Special lengths.. 1.02perft. 1.02 per ft. plus 6.96 


heavy duty rubber hose 


1 in. 


15 ft. length.... 11.70 
25 ft. length.,*. 20,10 
35 ft, length..., 27,30 
Special lengths.. .84 per ft. 


15.12 

23.52 

30.72 

,84 per ft, plus 3,42 


H/4 in. 15 ft. length.... 12.96 
25 ft. length.... 21.60 
35 ft. length.... 30.24 

50 ft. length-43.20 

Special lengths.. .96 per ft. 


15.66 

25.50 

34.14 

47.10 

.95 per ft.plus 3.90 


H /2 in. 25 ft. length.... 25.80 32.76 

50 ft. length.... 51.60 58.56 

Special lengths,. 1.20perft. 1.20 per ft. plus 6.96 


STEEL HOSE—Asbestos packed or Rubber packed 


1 in . .66 per ft. .66 per ft. plus 

1 y A in. .72 per ft. .72 per ft. plus 

H4 in . .90 per ft. .90 per ft.plus 


6.00 

7.50 

9.00 


“HANDY ANDY” HOSE 

Lengths 5 ft. and over, 1 in., 90c. per ft. without coup¬ 
lings; with couplings, add $2.85. 

Lengths 5 ft. and over, 1J4 i«-. 96c. per ft. without coup¬ 
lings; with couplings, add $3.90. 


SPECIALLY PRICED AND STOCKED: 

Auto Cleaning Hose.. \ 

“HANDY ANDY” End (without couplings) for 

Auto Cleaning Hose.... 

3 ft. length “HANDY ANDY” with couplings— 
1J4 in. hose size only.•* 

[ 13 ] 






















ARCO WAND VACUUM CLEANER 


Hose Couplings and Adapters 


Description 

Symbol 

Price 

1 in. male. 


$ .54 

1 in, female . 


2.76 

1 % in. male .... 


.66 

1/4 in. female. .... 


3.24 

1J4 i»- male. 


1.92 

1 Yi in. female .... 


5.04 

1 in. old style male. 

.H -39 

2.10 

: 1 in. old style female.. 

.H-1032 

2.70 

Interchanges with and replaces pronged type* 

1 in. special female, for hose with- 


out Arco ends. 


6.30 

1J4 in. special female, for 

hose 


without Arco ends. . 

.H-954 

6.90 

1/4 in. to 1J4 in. adapter.. . 

.H-756 

5.94 

154 in. to 1 in. adapter. 

.H-760 

6.60 

1 54 in. to 1 in. adapter. 

.H-962 

5.40 


+New symbol H-2059 
ttNew symbol H-2060 


f 14] 
























ARCO WAND VACUUM CLEANER 


Hose 

(See page 13 for Prices) 

!■ The following sizes and lengths of wire inserted 
vacuum hose are regularly stocked and available 
for immediate shipment from A.V.C. Plant, Buf¬ 
falo (with or without hose couplings): 


LIGHT CONVOLUTE 
HOSE 

1 in. 1*4 in. 1J4 in- 
15 ft. 15 ft. 25 ft. 

25 ft. 25 ft. 

35 ft. 35 ft. 

50 ft. 


HEAVY DUTY 
RUBBER HOSE 
1 in. 1% in. 1*4 in, 
15 ft. 15 ft. 25 ft. 

25 ft. 25 ft. 50 ft. 

35 ft. 35 ft. 

50 ft. 


BLUE DUCK COVERED HOSE 
1 in. 25 ft. Wa in. 25 ft. 

35 ft. 35 ft. 

2. Lengths other than above specified will have to 
be specially ordered from manufacturer. Specially 
ordered lengths can be procured and shipped in 
three to four weeks from receipt of order at Plant. 

Steel hose is not carried in stock at A.V.C. Plant, 
but 1 in., 1% in. or l z / 2 in. size can generally 
be secured and shipped in any length within two 
weeks from receipt of order at Plant. When or¬ 
dering, be sure to state whether asbestos packed 
or rubber packed steel hose is required. 

4. A special, very flexible, wire inserted hose with 
braided cover, termed “Handy Andy Hose” can 
be supplied in any length from five (5) feet up, 
within approximately four weeks from date of re¬ 
ceipt of order at Plant, in 1 in, and \*/a * n - only. 

5. Special lengths of hose (Par. 2), steel hose (Par. 
3), “Handy Andy” hose (Par. 4) are not return¬ 
able for credit, UNDER ANY CIRCU M- 
STANCES. 

6. When ordering, please remember that correct hose 
size is determined by measuring the inside diam¬ 
eter of the male coupling. 


—NOTE— 

Unless Otherwise Specified, Hose 
Will Be Furnished With Couplings 

[ 15 ] 
















ARCO WAND TOOLS 



H 320 -I 
ROUND 
SWIVEL DUSTER 



H 928 

4" RENOVATOR 




H 894 

IO" RENOVATOR 


H 591 
BLOW) N6 
TOOL 



H 910 
VENTILATOR 
TOOL 


n 


H 94-8 

5 HAND BRUSH 



r 



J H 872 

GULPER TOOL 


H 917 
n u FELTED 
SWEEPER. 




H 531 
TUFT 
CLEANER. 


H 957 

5'STRAIGHT 
WAND 



H 930 

OBSERVATION GLASS 
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ARCO WAND TOOLS 





FLEXIBLE 

CONVOLUTE 

HOSE 


H 552 \1 
WAND ■ 
HANDLE 


nr 

H 950 

12" FLOOR. BRUSH 

ffi 

H 1018 
2^" HAND 
a BRUSH 


. H 540 
T" SWIVEL DUSTER. 


H 1052-l 
ARCO 
CURRYCOMB 


H 922 

6" HAND BRUSH 


1000-1 

GROOMING BRUSH 


U 500 

BLOWING HEAD 
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ARCO WAND VACUUM CLEANER 




Pric* 


W.u Type I„l„ Coupling F | 00r Type Ittl «6!!!!pUng 

Installation Accessories 

tNLET COUPLINGS, regular fin. 
ish 1 i (Please remember these 
are listed by Ho.se sizes—deter¬ 
mined by measuring inside diam- 
eter of male hose coupling). j j n 

inlet coupling COVERS 

complete, regular finish*!... 1 in. 


1 in. 

$4-14 

1J4 in. 

4.50 

U4 in. 

5.70 

1 in. 

1.50 

154 in. 

1.80 

Wz in. 

3.00 


INLET COUPLING FITTING 
SLEEVES, cast iron, 1 y A i n . 
wide, for exposed piping (Specify 

both pipe size and hose size when 

ordering)..£ or ^ j n pjp e gg 

“ 2 in. “ .90 

“ 2 Z A in. “ .90 

INLET COUPLING SPACING 
COLLARS, brass, for concealed 
piping (Specify width of collar 
and size of inlet coupling when 

° rderin e> .. H in. 1,80 

in - 1.80 
lH in. 1.80 

2J4 in. 2.40 

INLET COUPLING WRENCH 
ordered separately.' , in 96 

154 in. .96 

1H in. .96 

* R fi2shl r finiS ^ iS len, ° n COl ° r brushed brass - For special 

Dlated n ! f 7 P ° b l hed brass * statuary bronze, nickel 
plated, oxidized, add $2.25 each. 

f When ordering, be sure to specify whether wall or floor 



Wrench 
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ARCO WAND VACUUM CLEANER 


Replacing Parts for Cleaners 

^Aen ordering repair parts, please be sure to state Model 
and Seri a! Number of Cleaner for which 
repair parts are wanted. 


^hese numbers are shown on ARCO WAND nameplate, 
^ *l lc h will be found on top of the separator cover on the 
^5 t 305-T, 306 and 306-T, Nos. 1, 2, 3, 4, 5, 6, 475 and 675 
^chines. Other types of machines have the nameplate 
a *tached to the side of the base casting. 

Price 

B |LTS for 305, 305-T, 1, 2 and 3. $ «J0 

306, 306-T, 4, 5 and 6, 475 and 675. 4-50 

*35, 351, 461, 462, 463, 481, 481-T, 485, No. 7, 8, 9.. 15.00 


BLOWING HEAD for 341-T and 361-T 

305-T, 306-T, Nos. 1, 2, 4 and 5. 

4 81-T, 485, Nos. 8 and 9. 

BUCKETS for all machines except 692. 
for 692 .. 


18.00 

18.00 

21.00 

9.00 

18.00 


CABLE for J4-HP and 34-HP machine, rubber 
covered, gauge 14. .per foot. 

machine, rubber covered, gauge 12., per foot 
2~HP machine, weatherproof stage, gauge 10. .per 
foot ... .... ...* 

flexible shaft couplings, complete for 

direct connected machines....*. 

FLEXIBLE SHAFT COUPLING, intermediate 

part ....... 

FLEXIBLE SHAFT COUPLING, sleeve part (one 
for pump and one for motor) .each 

FUSE BLOCKS—2 Pole.. 


.36 

.42 

.48 

6.60 


1.80 


2.40 

.54 


fuses for fuse block. 

Gaskets—S ee gasket list regarding use of each. 

.. 

A-49.. 

.. 

.. 

B-48.... 

.. 

.. 

K-49... 

.... 

... 


.12 


.36 

2.04 

1.20 

.84 

.30 

1.32 

.72 

1.80 

1.92 

1.08 


gauge, vacuum ... 

^'HANDLES for 341-T, 361-T, Nos. 2 and 5. 

^'HANDLES, complete for 481-T, 485, 488, Nos. 8 
and 9 ...* * * 


^handles for 305 -T, 306-T, Nos. 1 and 4 - 7.80 


(2 nickel plated handle brackets, .each 2.70 
Consisting of ■! 1 nickel plated handle bar with the 

1 bolt .. 2.70 

*These are machine handles attached to machine for pull¬ 
ing or pushing. Do not confuse with Wand handles. 
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ARCO WAND VACUUM CLEANER 


2.28 


Replacing Parts for Cleaners 

Price 

HOSE NIPPLE, for 305, 305-T, 306, 336-T, Nos. I, 

2, 3, 4, 5, 6, 475 and 675.. $ .24 

HOSE CLAMPS for same, wrought Brass. .72 

MOTOR ADJUSTING SCREW for 305, 305-T, 306 

and 306-T.... . 30 

MOTOR BASE for Nos. 305 and 305-T. 5.40 

306 and 306-T.,. 6.00 

48I-T, 485, 8 and 9.. 9.00 

481 and 7. il.40 

MO T° R , B , R ^ C , K P' /"'-^justing, complete for 
in os. l t 2 r 3, 4, 5 and 6.. 

MUFFLERS for ?4-HP, ^-HP and 1-HP machines 1.80 
2-HP machines ... 420 

P ^^' S ,’«/ id 5 right or left - for 3 °5 and 
305-T 306, 306-T... . each 6 . 0 0 

Nos. 1, 2, 3, 4, 5, 6, 475 and 675... 

P ^^ LS * rear ’ for 305 atld 305-T, 306 and ] 

m T , -W;. i each 3.30 

Nos. 1, 2, 3, 4, 5, 6, 475 and 675.J 

PUMPS for 341 and 341-T.. 144.00 

361 and 361-T. 168.00 

305 and 305-T... !!!’!!!!!!!!!!!!!.'!! 144.00 

306 and 306-T.„, . P , ttH 168.00 

48 u an ^ including pump supports, pipe 

bend and fittings required in substituting new 
pump For old. *.. 234.00 

RELIEF VALVES for all machines except 692 4.50 

for ----.--- 15,00 

RUBBER BALLS for check valve, pure gum stock. 1.20 

SEPARATOR COVERS for 341 and 341-T.. 18.00 

361 and 361-T , *. *,.,.,, # „. 18.00 

305 and 305-T...... . . g0 

306 and 306-T. . . 16.80 

481, 481-T, 485, Nos, 7, 8 and 9.21.60 

Nos. l f 2, 3, 4, 5, 6, 475 and 675 (complete with ex¬ 
haust and relief valve fitting and swivel inlet fit- 
tm B) . 9,00 

SEPARATOR FUNNELS, all y 2t y A and 1-HP 

machines... y 20 

All 2-HP machines. 8 40 

No. 692 machine. 14 40 

SEPARATOR SCREENS including top wire and 
draw strings—See separate list regarding use of 
each— 

A.. 

B.... 

K...... 

G.. 

5082/3 . 3.30 

Screen clamp rings for all machines.... .72 

120 ] 


4.20 

3.60 

4.20 

6.00 














































ARCO WAND VACUUM CLEANER 


Replacing Parts for Cleaners 


Price 

SWITCHES, rotary type. $3.90 

tumbler type. 2.70 

SWIVEL INLET COUPLING complete, 1% 
in.. 12.96 

Wheels with rubber tires. 

Front, for 341 T..... 4.50 

Fear, for 341-T. 9.00 

Front, for 361-T. 9.00 

Rear, for 361-T. 11.40 

Old style for 305-T and 306-T. 11.40 

CASTER, complete, old style (2 small wheels) 

For 305-T.... 9.00 

For 306-T. 11.40 

COLSON BALL bearing wheels, 10 in. diam¬ 
eter. Used on later 305-T, 306-T, Nos. 1, 2, 

4, 5, 475 and 675.• -ea. 9.00 

COLSON CASTER, complete. 12.60 

"'Renewing Rubber Tire on wheels other than 
Colson ...*. 4.50 


TIRES for Colson wheels...ea. 4.68 

TIRES for Colson casters.ea. 2.16 


TIRES for old style casters (Payson") per pair 1.92 


WHEELS, spoked wheels with 3x% in. Flat 
edge steel tires for 481-T, 485, 488, Nos. 8 
and 9: 

Front, 18 in. diameter... 4.68 

Rear, 20 in. diameter..... 4.92 


*Requires special fixture, therefore wheels to be re-tired 
should be returned to our factory. 
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ARCO WAND VACUUM CLEANER 


Replacing Parts for Cleaners 

Motors Sold Separately 


MOTORS FOR BELT DRIVEN MACHINES 
Direct Current 

Price 

54-HP 115 volts.$54.00 

230 volts. 54.00 

%-HP 115 or 230 volts. 70.00 

2-HP 115 volts. 84.00 

230 volts. 84,00 

Alternating Current, 1, 2, and 3 phase 

K-HP 60 cycle 110/220 volts. 66.00 

SO cycle 110/220 volts. 66.00 

40 cycle 110/220 volts. 96.00 

30 cycle 110/220 volts. 96.00 

25 cycle 110/220 volts. 96.00 

34-HP 60 cycle 110/220 volts. 82.00 

1-HP 60 cycle 110/220 volts. 96.00 

50 cycle 110/220 volts. 96.00 

40 cycle 110/220 volts.132.00 

30 cycle 110/220 volts.132.00 

25 cycle 110/220 volts.132.00 


MOTORS FOR DIRECT DRIVEN MACHINES 


Direct Current 

54-HP 115 volts.. 54 00 

230 volts.54.00 

LHP 115 volts. i 4 .oo 

230 volts.,114.00 

Alternating Current, 1, 2 and 3 phase 

Vv HP 60 cycle 110/220 volts. 72.00 

40 cycle 110/220 volts. 72.00 

1-HP 60 cycle 110/220 volts.114.00 


Any motors not coming under the above specifications sub- 
ject to special quotation. 
































ARCO WAND VACUUM CLEANERS PARTS 


Replacing Parts for Cleaners 
Gasket List 


Dust Bucket Gaskets 


A-50 
used on 


34 
341 

341 -T 

342 

343 
36 
361 

361 -T 

362 

7 

8 
9 


48 

481 

481-T 

485 

488 

35 

351 

135 

461 

462 

463 
460 


A-49 
used on 

692 


B-49 K-49 

used on used on 

304 305 306 3 

304-T 305-T 306-T 4 

1 5 

2 6 

475 675 


Separator Gaskets 



A-49 

B49 

K-49 


G-125 

used on 

used on 

used on 

used on 

461 

481 

34 

35 

36 

1 

692 

462 

481-T 

341 

135 

361 

2 


463 

485 

342 

304 

362 

3 


460 

488 

343 

304-T 

361-T 

4 


48 

7 

341-T 

305 

306 

5 



8 

351 

305-T 

306-T 

6 



9 



475 

675 



Water Bucket Gaskets 

A-50 
used on 


351 

462 

35 

463 

135 

460 

461 



Auxiliary Separator Bucket Gaskets 

A 49 


Pipe Bend Gaskets 


A-51 

B 

51 

G176 

used 

on 

used on 

used on 

48 

461 

34 

361 

692 

481 

462 

341 

362 


481-T 

463 

342 

361-T 


485 

460 

343 

351 


488 

7 

341-T 

35 



8 

36 

135 



9 



Pump Gaskets 



A-48 

>1-5/ 

B-48 

B-51 


used on 

used on 

used on 

used on 


481-T 

48 481 

34 361 

304 

1 

485 

7 

341 362 

304-T 

2 

488 8 

G176 

342 361-T 

305 

3 

461 9 

used on 

343 351 

305-T 

4 


692 

341-T 35 

306 

5 



36 135 

306-T 

6 




475 

675 
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ARCO WAND VACUUM CLEANER 


Replacing Parts for Cleaners 

{Gasket List Continued) 


Swivel Inlet Fitting Gasket 

A 51 
used on 

1 4 

2 5 

3 6 

475 675 

Muffler Fitting Gasket 

A-51 
used on 

1 4 

2 5 

3 6 

475 675 

Exhaust Chamber Gasket 

A-50 
used on 

1 4 

2 5 

3 6 

475 675 

Screen List 






5082/3 

A Screens 

B Screens 

K Screens 

G Screens 

Screens 

used on 

used on 

used on 

used on 

used on 

461 

351 

361 

602 

No. 1 

462 

135 

362 


No. 2 

463 

35 

36 


No. 3 

460 

350 

361-T 


No. 4 

465 

341 

306 


No. 5 

481 

342 

306-T 


No. 6 

48 

343 



475 

481-T 

34 



675 

485 

341-T 




488 

305 




No. 7 

305-T 





8 

9 
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ARCO WAND VACUUM CLEANER 



Models Made Prior to Introduc¬ 
tion of Nos. 1 to 9 Cleaners 


(6y Houston Mfg. Co. and American Radiator Co., 


Rockford, 111.) 


The various models of cleaners made in the past. 
Prior to the advent of the Nos. 1 to 9 series, were as 


3x5 Pumps—Type B-2 
Model 351—stationary, water sealed machine, 


belt driven, ^ 4 -HP motor. 

135—Same as above except ?4'HP 
motor. 

35 or 350—Same type without motor. 


4x6 Pumps—Type A-2 
MODEL 461—stationary*, water sealed machine, 


belt driven, 1 J 4 -HP motor. 

462— Same as 461 except 2 -HP motor. 

463— Same as 461 except 3-HP motor. 

460_Same type as 461 but motorless. 

465_Car cleaner, portable, general 

construction same as 461 type. 


3x4 Pumps—Type C-2 

MODEL 341—stationary, direct driven, 54-HP 


motor. 


342 —Same type as 341 arranged for 
belt drive. 

343 _A 341 cleaner made portable by 

casters on the machine legs. 

34 _a motorless machine of the 341 

type. 

341 _T_portable, direct connected, ^-HP 


3x6 Pumps—Type K-2 

MODEL 361—stationary, direct driven, 1 -HP. 


362—-A machine of the 361 type ar¬ 
ranged for belt drive. 

36 _A motorless machine of the 361 

type. 

361-T—Truck type, direct connected, 

1-HP. 


* In some cases the 461 cleaner was furnished with casters 
applied to the stationary cleaner legs and it was then 
considered a portable or truck type. 
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ARCO WAND VACUUM CLEANER 


Models Made Prior to Introduc¬ 
tion of Nos. 1 to 9 Cleaners 

Continued 

3x4 Pumps—Type S-2 

MODEL 304-T—Tea-cart type, belt driven, l /ar 
HP. motor. 

3x5 Pumps—Type U-2 

MODEL 305-T—Tea-cart type, belt driven, 54" 
HP. 

305— Same as 305-T except converted 
into stationary by substitution of 
pressed steel legs in place of 
wheels and casters. 

3x6 Pumps—Type V-2 

MODEL 306-T—Tea-cart type, belt driven, 
1 -HP. 

306— Same as 306-T except converted 
into stationary by substitution of 
pressed steel legs in place of 
wheels and casters. 

4x8 Pumps—Type J-2 

MODEL 481—stationary, belt driven, 2-HP. 

48—A motorless machine of the same 
type. 

MODEL 481-T—truck type, belt driven, 2-HP. 

MODEL 485—car cleaner, essentially the same 
as 481-T but with cable reel. 

MODEL 488—-gas engine-driven, car cleaner, 
essentially the same as 481-T but 
with gas engine instead of elec¬ 
tric motor. 

6x9 Pumps—Type G-2 

MODEL 692—stationary, 3-HP, 2-sweeper ca¬ 
pacity. 


NOTE 

Types 351 and 461, and modifications of same as 
shown above, have long been obsolete and pat¬ 
tern equipment is no longer available. There¬ 
fore, castings and pumps for these types cannot 
be furnished. 
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ARCO WAND VACUUM CLEANER 


Vacuum Cleaner Tools and 
Attachments 

Equipment recommended for oil barrel 
CLEANING: 

^ e *eripti orl Symbol 

* No. 5 machine..* * J 

i 25 ft. length asbestos packed steel hosel 

* Auxiliary bucket complete with 5 Price 

connecting hose._ /$475.O0 

1 Bent barrel cleaning handle j 1' Tip l 
either. 1 Yz ) 

equipment recommended for bakery 

OVENS_OVEN FLUES AND GENERAL CLEANING 

BAKERIES: 

No. 5 machine with kerosene lubricator\ 

1 Blowing head, on machine. 

1 Blowing tool.H-591 

1 12 in. floor brush.H-950 

1 5 in. hand brush.H-948 

1 2 J4 in. hand brush. H - 1018 V 

1 10 in. malleable iron renovator H-906 /$52U.UU 
1 Half round flue renovator.... H-971 

1 5 ft. straight handle.. .H-974 

1 8 ft. straight handle.H-969 

1 13 ft. straight handle.H-976 

1 25 ft. length steel hose, asbestos packed/ 

Equipment recommended for railway 
COACH AND PARLOR CAR CLEANING: 

No. 9 machine. 

1 50 ft. length hose.. 

I wand handle.H-552 

1 5 in. malleable renovator.... H-904 
1 10 in. malleable renovator... H-906 \ Price 

1 ventilator tool.-.H-910 / $1,135.00 

1 blowing tool ..*.H-591 

1 blowing head, on machine. 

1 314 in. curved face renovator 

for arm rests. .H-429-l ( 

equipment recommended for horse 
GROOMING: 

1 No. 5 machine with inlet elevated... 

1 blowing head, on machine. 

1 blowing tool..... .H-591 

1 grooming brush.H-1000-II 

1 flat curry comb (for short \ Price 

haired horses).H-999-1 /$475.00 

1 long tooth curry comb (for 

long haired horses).H-150 

1 4 in. renovator.H-928 

1 25 ft. convolute hose.. 

[27J 































ARCO WAND VACUUM CLEANER 


Vacuum Cleaner Tools and 
Attachments 

EQUIPMENT RECOMMENDED FOR TELEPHONE 
EXCHANGES: 

Description Symbol 

No. 5 machine..\ 

Blowing head on machine.1 

S in. hand brush..H-948 / 

15' angle tool.H-1024 Price 

y 2 in. round fibre renovator. H-1029j $475.00 

Telephone wand.H-1019V 

Tuft cleaner.H-531 I 

25 ft. length convolute hose./ 


EXTRA ARCO-WAND CLEANING TOOLS NECES¬ 
SARY FOR AUTOMATIC TELEPHONE EX¬ 
CHANGES: 

H-1003 Tool complete, made up of brush V 

H-1005 and fibre handle H-1004... I Extra 
H-1006 Rubber covered steel tube used[ for 
with H-1011, H-1012 and H-1013.. this 

H-1011 Brush; fits handle H-1006. Equip- 

H-1012 Brush; fits handle H-1006.L ment 

H-1013 Blowing nozzle; fits handle\$18.00 
H-1006..... 




















Phantom View 
ARCO SEPARATOR 



Phantom View 
ARCO WAND PUMP 
















